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DRAFTED BY EB/ITP/EWT:LROSS:MAR 

APPROVED BY EB/ITP/EWT: JMGREGORY, JR. 

COMMERCE/OEA:CSEASWORD 

DEFENSE/OSD:DLSCHROEDER 

RPE 

009481 

R 2623 10Z JUL 74 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 163491 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, FR, HU 

SUBJECT: FRENCH COAXIAL CABLE TO HUNGARY - IL 1754 
REF: COCOM DOC(74) 1247 

CONTINUE RESERVE AND ASK FRENCH DEL FOR FURTHER JUSTIFICA- 
TION FOR USE OF THIS TYPE CABLE FOR WIRING 10010 COMPUTERS 
AND FOR THE QUANTITY INVOLVED. US TECHNICIANS BELIEVE THAT 
COMPARABLE SIZED CABLES CAPABLE OF PERFORMING THE SAME 
ELECTRICAL/ELECTRONIC FUNCTIONS AT LOWER AND MORE CONVEN- 
TIONAL TEMPERATURE LEVELS ARE AVAILABLE WITH UNEMBARGOED 
DIELECTRIC AND OUTER SHEATHING MATERIALS. INGERSOLL 


CONFIDENTIAL 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DATA PROCESSING EQUIPMENT, ELECTRIC EQUIPMENT, STRATEGIC TRADE CONTROLS, EXCEPTIONS LIST 
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Decaption Note: 
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Disposition Remarks: 
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Document Source: CORE 

Document Unique ID: 00 
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Executive Order: XI 
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Film Number: D740204-0599 
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Handling Restrictions: n/a 
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Line Count: 47 
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Original Classification: CONFIDENTIAL 
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Previous Classification: CONFIDENTIAL 
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Review Action: RELEASED, APPROVED 
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Review Content Flags: 
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Review Event: 
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